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This drawing, specifications, and concepts contained here in are the sole property of 


Red Barn Machine, and may not be reproduced or used in any fashion without the 


prior written permission of Red Barn Machine. 
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NOTE: 


PART OF KIT RBW6405G01831-3G. 
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.XXmm 
.1mm 


SPEC 


DESCRIPTION 


2 
-1 


PART # 


EXTRACTOR 


Pg. 


1 


OR SPECIFICATIONS 


2-1/4 X 7-1/8 X 9-3/8 


MATERIAL 


6061 


B/O INFORMATION 


QTY 


ASSY 


QTY 


ASSY 


# 


ASSY 


-3 
PIN 
2 
303 S.S. 


-5 
HEX HEAD CAP SCREW 
1 
5/8-18 UNF X 3 MODIFIED MCMASTER-CARR #92620A827 
STEEL 


LANYARD CABLE 
2 
GALV. STEEL 


3 


4 


-7 
1 


HELICOIL 
1 
5/8-18 UNF X 15/16 MCMASTER-CARR #91732A238 
18-8 S.S. 
-11 
1 


FERRULE 
4 
SIZE 2 X .60 CARR-LANE #CL-4-F 
COATED COPPER 
-13 
1 


2 
CH'D TOLERANCE ON NON-CRITICAL PARTS. -1 CH'D CALLOUT WAS 5/8-18 UNF 


FOR HELICOIL -27 IS 5/8-18 UNF FOR HELICOIL -11, CH'D DIMS WAS 3.810 IS 2X 


3.810, WAS 1.312 IS 2X 1.312. -3 
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2X 1.312 


ENGRAVE T/N, S/N, 


"MADE IN USA" 
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-1 CH'D CALLOUT WAS 5/8-18 UNF FOR HELICOIL -27 IS 5/8-18 UNF FOR HELICOIL 


-11, CH'D DIMS WAS 3.810 IS 2X 3.810, WAS 1.312 IS 2X 1.312. 
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